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regulations of the health department in relation thereto. And such contract 
shall contain the maximum prices to be charged by such contractor for the 
removal of garbage. 

Sec. 4. Any person violating any of the provisions of this ordinance shall be 
deemed guilty of a misdemeanor and fined in any sum not less than $5 nor 
more than $100. 

JACKSON, TENN. 

Privies — Construction and Care. (Reg. Bd. of H., Mar. 16, 1914.) 

Rule 1. No privy or surface closet shall hereafter be used, maintained, or 
built except such as are so constructed as to render them fly proof and easily 
cleaned. 

Rule 2. The floor shall be solid and water-tight and shall cover the entire 
base of the building inside the walls. 

Rule 3. The house shall be without cracks through which flies may enter. 
It shall be provided with a tight self-closing door, and shall be lighted and 
ventilated by one or more openings, said opening or openings to give space not 
less than 4 square feet. All openings, whether for ventilation or otherwise, 
which are not provided with doors, windows, or shutters, shall be screened for 
the exclusion of flies. Doors shall be kept closed. 

Rule 4. The roof of each privy or surface closet shall be water-tight, and 
if sloped to the rear of the house, it shall project not less than 6 inches beyond 
the rear wall of the house. 

Rule 5. The seat shall have a self-closing hinged cover over the box openings. 
That flies may be excluded, the comportment under the seat, in which stands 
the night-soil container, shall be tightly constructed of sound lumber, without 
cracks or crevices. The inside dimensions of the night-soil compartment shall 
be not less than 16 Inches in width (from front to back) and not less than 10 
inches in height. Each side of the night-soil compartment shall be provided 
with a wire-screened opening of not loss than inches square, and shall be situ- 
ated in the upper portion of the compartment. Cleats shall be nailed to the 
floor of the compartment in such a way that the night-soil container shall al- 
ways be properly centered under the openings in the seat. 

Rule C. There shall be provided for each opening in the seat a tightly and 
substantially constructed box made of 1-inch heart pine, and it shall be water- 
tight. It shall be of not less than the following dimensions, inside measure- 
ments: 14 inches in length, 14 inches in width, and 14 inches in depth. The 
box shall rest on the floor of the night-soil compartment in such a position that 
the top shall not be more than 2 inches below the undersurface of the closet 
seat. Whenever such box shall cease to be water-light it shall be replaced by 
a sound one. 

Rule 7. There shall be provided at the back of each privy an opening for 
the removal of the night-soil container, which opening shall be provided with a 
substantial, tightly fitting let-down cover hinged to the back of the house and 
so constructed as to prevent warnings and to prevent access of flies to the 
night soil. This cover shall be provided with a hook or button and shall 
always be kept closed. 

Rule 8. All privies hereafter constructed shall be located on the premises 
so as to be readily accessible to the city scavengers. 

Rule 0. All alterations or repairings which shall hereafter be made on any 
privy in the city of Jackson shall be made in accordance with the rules and 
regulations of the board of health, and whenever it shall become necessary to 
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entirely reconstruct or change the location of any existing privy, the new privy 
shall be constructed throughout in conformity with said requirements. When- 
ever, in the opinion of the board of health, the condition of any privy is such 
that it can not be put in a sanitary condition, the board of health shall order 
a new privy constructed in conformity with said rules and regulations. When- 
ever a privy can not be kept in a sanitary condition on account of the large 
number of people having access to same, then the board of health shall order a 
larger one built. 

Rule 10. All privies shall be kept clean at all times. The door of the house 
shall not be allowed to remain open at any time unless there is a self-closing 
fly door in addition to that required under the above rules. The cover to the 
seat or seats shall be kept closed at all times when the privy is not in use. 
No wash water, garbage, kitchen slops, or other liquid wastes shall be emptied 
into the privy. No night soil from any person suffering from typhoid fever or 
other serious bowel trouble shall be deposited in any privy without being 
previously disinfected in such manner as directed or approved by the city 
board of health. 

Rule 11. The sanitary officers and the city scavengers are required to report 
to the board of health any and all violations of the above rules and regulations. 
Under said rules and regulations the owner of the premises is responsible for 
the construction of the privies and the occupant is responsible for their proper 
maintenance. 

The penalty prescribed by law for the violations of the above rules and 
regulations is not less than $5 and not more than $50. 

The rules and regulations of the board of health, regulating and governing 
the construction and maintenance of dry-surface closets in Jackson, passed 
April 24, 1912, are hereby repealed. 

KANKAKEE, ILL. 

Foodstuffs — Projection of — Screening and Flytraps Required. (Ord. Mar. 

16, 1914.) 

Section 1. That all fruits, vegetables, meats, fish, fowls, and other articles 
of food supply displayed in the city of Kanakee, 111., for sale outside of build- 
ings shall be contained in receptacles which shall securely protect the same 
from contamination from flies, dust, dirt, or other injurious contamination, and 
that said receptacles shall be constructed at a height of not less than 15 inches 
from the sidewalk when placed outside the place of business. 

Sec. 2. That every building, room, basement, inclosure, or premises occupied, 
used, or maintained as a bakery, confectionery, cannery, packing house, 
slaughterhouse, creamery, restaurant, hotel, grocery, meat market, or any 
establishment used for the preparation, manufacture, packing, storage, sale, or 
distribution of any food as defined by statute which is intended for sale shall 
be properly and adequately equipped with doors and screens to prevent con- 
tamination of the product from flies and with flytraps of such standard con- 
struction as may be approved by the city health officer, in such quantity and 
number as to catch all flies attracted to such premises, and to be placed in 
suitable places, cared for daily, and their contents destroyed by the persons 
owning or maintaining such places or premises. 

Sec. 3. It is hereby made the duty of the city health oflicer to see that the 
provisions of this ordinance are rigidly observed. 



